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Warren. Ja 27 
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Jimmy P. Crowe. Ja 28 
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Edwards. F 29 

Risk in Leadership, Ralph W. Davis. F 30 
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Revival, Kenneth D. Trinkle. Mr 8 
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Seventeen New Workers, Wendell D. Sloan. 
Mr 26 
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28 
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Ap 25 
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Reach Every Adult Through Potential 
Leader Training. Ap 28 
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A New Look at an Old Problem, Gaines S. 
Dobbins. Ap 29 
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My 39 

Enlargement Waits on Trained Leaders, 
Gaines S. Dobbins. Je 20 

Enlarge by Providing Church Leader Train- 
ing, Jimmy P. Crowe. Je 22 

On-the-Job Training: First Steps Toward 
Enlargement, Jimmy P. Crowe. Je 24 

We Broke the Drought in Study Course 
Awards, John M. Whitman. Je 25 

CAVE-Spelunking: Audio and Visual Ma- 
terials of Communication, Martha Jo 
Glazner. Je 26 

Resources for Training Union Enlargement. 
Je 34 

It Worked for Us, Mrs. G. L. Pitcher, Jl 25 

Is Your Training Wasteful and Perhaps 
Even Harmful? M. Gene Newport. J] 26 

Discovering Printed Aids in Audiovisual 
Education, Martha Jo Glazner. Jl 30 

A Theology of Christian Leadership, Wil- 
liam L. Hendricks. Ag 22 

Make Meetings More Meaningful, Gaines S. 
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Dobbins. Ag 24 

Self-appraisal in Skills of Group Participa- 
tion. Ag 25 

Preparing to Observe Age-Group Work in 
Training Union. Ag 26 

Nature, Nurture, and the New Birth, Wil- 
liam L. Hendricks. $ 58 

Enduring Enlistment, A. Donald Bell. S 60 

A Climate for Involvement, Ralph C. Atkin- 
son. § 62 

I'd Ride a While to a Training Session, 
James A. Griffith. O 5 

On Finding and Losing Ourselves, William 
L. Hendricks. O 6 

Central Leadership Schools, Bluford Sloan. 
08 

These Have Done Well. O 9 

What Does the Director of Church Leader 
Training Do? Jimmy P. Crowe. O 12 

Now and Later Resources, Earl Murphy. 
O 12 

Flexible Schedules for Church 
Training, James E. Frost. O 13 

The Need for Trained Leaders, Ralph C. 
Atkinson. O 14 

On-the-Job Training, Sue Vernon. O 16 

New Ways to Train Leaders, LeRoy Ford. 
O17 

Trained Leaders Stay Longer, Dan Dipert. 
O 22 

Using the Leadership Potential of Young 
People, Franklin Farmer. O 24 

Finding and Enlisting Leaders, 
Wayne. O 25 

Instant Leaders, Earl Murphy. O 26 

A Theology of Christian Leadership, W. L. 
Hendricks. N 27 

Ways to Discover Potential Leaders, Ralph 
C. Atkinson. N 28 

How Do You Enlist Persons for Potential 
Leader Training? Jimmy P. Crowe. N 29 

These Have Done Well. N 31 

Study Can Be Fun, Mrs. Glenn F. Hicks. 
D 10 

Ways to Recruit Potential Leaders, Ralph C. 
Atkinson. D 20 

The Gospel in a Nutshell, Part 1, William L. 
Hendricks. D 22 

What I've Been Through, Paul Rutland. 
D 24 

These Have Done Well. D 25 


Leader 


Robert 


Denominationai Activities 

“The Living Church. . . at Work.”” Mr 15 

Southern Baptist Periodical Index, 1968. 
Mr 15 

The New Times, Agnes Gibbs Ford. Mr 16 

Who Are the Baptists? Josef Nordenhaug. 
Mr 32 

Learning, Laughter, and Discovery, Elsa 
Ann Gaines. Ap 16 


They Go Together, L. H. Moore. Ag 5 

Why Is the Conservation of Evangelism 
Important to Baptists Today? A Sympo- 
sium by Earl Murphy. Ag 6 

Poster, Foreign Missions Week of Prayer. 
$38 

Home Missions Week of Prayer. S$ 45 


Editor’s Page, Philip B. Harris 

1969—An Untrodden Path. Ja 5 

Some Current Problem Areas. F 3 

A New Guide for Training Union. Mr 5 

The Nature of Training. Ap 5 

Behind Printed Pages. My 5 

New Dimensions in Church Training. Je 5 

The New Training Program. Jl 5 

Quest for Commitment. Ag 3 

Church Program Guidebook 1969-70. S 3 

Quest for Effectiveness. O 3 

Commitment to Growth and Action. N 3 

1970 Program Curriculum and Materials. 
D3 


Exceptional Persons 

One Is Enough, Phyllis Amacher. Jl 18 

Show Them You Care, Ann Cates Vassallo. 
Ag 20 

Training for Teaching, Elsie Rives. S 6 

Adventures in Christian Living, 
Driggers Monroe. O 28 

State Seminar for Workers with the Mental- 
ly Retarded Held in Tennessee, Margaret 
Roberts Ware. N 34 

Our Training Union Ministry to the Deaf, 
Roy W. Field, Jr. Ap 12 

Concerning Rooms and Equipment for Use 
with the Mentally Retarded, Doris Drig- 
gers Monroe. D 16 


Doris 


Family Life 
Christian Home Week, Byron E. Clendin- 
ning. S 50 


Fellowships and Socials 

Recognition Banquet: All in the KNOW- 
How, Regina Kerr. Ja 30 

Young People: Alpine Ski Party, Anita 
Magafas. Ja 64 

Single Adults: An Evening at the Art Gal- 
lery, Douglas Self. Ja 65 

Intermediates: Skillsville, Charles Board- 
man. Ja 66 

Come Out of Your Shell, Agnes Gibbs Ford. 
F 61 

Intermediate or Young People: George and 
Martha Banquet, Jerry Bollinger. F. 64 

Married Young People: Baby Is... , Bobby 
Dusek. F 65 

Senior Adults: Cupid’s Ricksha Ride, Anita 
Magafas. F 66 

Juniors: Marshmallow 
Yeary. Mr 62 

Young People: Small World, Bobby Dusek. 
Mr 63 

New Church Members: Crusade of the 
Americas Banquet, Regina Kerr. Mr 65 

Intermediates: Wanted: Vocations, Adelle 
Carlson. Ap 64 

Young People: 
Magafas. Ap 65 

Adult: Feed Them First, Betty A. Irby. 
Ap 66 

Family Fellowship: A Family Happening, 
Jane and Bob Oldenburg. My 64 

Intermediates: Turn On . . . Funglasses, 
Bobby Dusek. My 65 
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Horsing Around, Anita 
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Young People’s Fellowship: Hands Across 
the Alley, Jane Cooper Stacy. Je 64 

Churchwide Fellowship Honoring New 
Members: This Should Be the Start of 
Something Big, Joe Mason. Je 65 

Juniors: Music Juniorama, Johnny Stack. 
Je 66 

Adult Fellowship: Rush-Hour Reckoning, 
Anita Magafas. J\ 64 

Adult: Sports Social, Leon Mitchell. Jl 65 

Intermediate Fellowship: Drop In, Friend, 
Joe Mason. J| 66 

Junior: Fun: Homemade, Nida Brumfield 
Wheeler. Ag 64 

Youth: You-Who-Me-He Social, Mary Liz 
Anderson. Ag 65 

Married Young People’s Social: Backyard 
Bonanza, C. Marshall Price. Ag 66 

Intermediate Fellowship: Let’s Get to Work, 
Jane Cooper Stacy. S 64 

Senior Adult Fellowship: Bee-There Fellow- 
ship, Anita Magafas. S 65 

Approved Workman Banquet, Edith Hall 
McKinney. S 66 

Children: It’s Autumn, Hilliard Jackson 
Mitchell. O 64 

Youth: Fun at the Football Game, Jim Fox. 
O 65 

Adults: Halloween Happening, 
Price. O 66 

Young People’s Banquet: Banquet in the 
Round, Mary Liz Anderson. N 64 

A Sports Night for Married Young People, 
Anita Magafas. N 65 

Junior: Handyman Service, Johnny Stack. 
N 66 

Watch Night Program: Watch Out for the 
70's, Regina Kerr. D5 

Children’s Social: Christmas in Color— 
Rhythm—Rhymes, Hilliard Jackson 
Mitchell. D 61 

Intermediate: An Old-fashioned Christmas, 
Jane Cooper Stacy. D 62 

Senior Adult Social: The Pastor Is Host, 
Marshall Price. D 63 


Marshall 


Inspirational Features 

What Is Christian Knowledge?, David O. 
Moore. Ja 6 

Pastor Under 
Wood. Ja 11 

Gentleman John, Harvey T. Gibson. Ja 12 

John Lane, Kermit S. King. Ja 12 

The Baptist Exodus. Samuel E. Maddox. 
Ja 14 

Clabe Hankins Sez. Ja 17 

An Afternoon of Art, Bunelle H. Gresham. 
Mr 10 

Clabe Gets Controversial. Mr 20 

Are You Sharing Christ? John R. McLaugh- 
lin. Mr. 31 

Clabe Tackles Full-Time Religion. Ap 9 

Fathers and the Phony Family, Reuben 
Herring. Ap 10 

Retired? Who Says So? Grace Oliphant. 
Ap 18 

My Story Is True, R. D. King. Jl 11 

How Training Union Helped Me Find 
God’s Will for My Life, Archie W. White. 
yiiz 

Clabe’s Ilk Still Needed. Jl 13 

Attend the Church of God's 
Carlton L. Myers. Ag 28 

Our Brazilian Friend, Crystal Armstrong 
Enete. Ag 30 

Twenty-five Wonderful Years, Ina Smith 


Surveillance, Charles P. 


Choice, 


December, 1969 


Lambdin. O 30 

We Believe in Training, Thelma Shelton 
N 6 

Spiritual Qualities of Effective Leaders, 
Raymond M. Rigdon. N 9 

Thank God a Man Can Grow, J. Winston 
Pearce. N 12 

How We Are Growing Persons in Training 
Union, Ernest White. N 15 

Ideas, Learning, and Commitment, Robert 
A. Proctor, Jr. N 16 

We Really Had Fun, Ina Smith Lambdin. 
N 19 


New Church Member Orientation 

The Summary Session, Forrest H. Watkins. 
Ja 20 

“C” Night, Forrest H. Watkins. Ja 22 

New Church Member Orientation in Japan, 
Robert H. Culpepper. F 28 

The Role of the Counselor, Forrest H. Wat- 
kins. F 25 

We Sponsor Our New Members, Perry R. 
Sanders. F 26 

Dear Orientation Leader. Mr 21 

Welcome, New Member. Mr 22 

The Role of the- Secretary and Records. 
Mr 22 

The New Member's Kit. Mr 24 

The Role of the Teacher. Mr 24 

Agape for New Church Members, I. Lamar 
Maffett, Jr. Ap 22 

New Church Member Orientation—Then 
Revival, Bailey E. Smith. Ap 23 

Young People and New Church Member 
Orientation, Gene Wright. My 36 

Intermediates and New Church Member 
Orientation, Bob R. Taylor. My 37 

Juniors and New Church Member Orienta- 
tion, Margaret Sharp. My 38 

If Your Church .. . , Forrest H. Watkins. 
Je 16 

Would You Believe a Training Union Can 
Still Grow? Ours Did! Max G. Reece. 
Je 17 

Have You Ever Thought About Starting a 
New Church Members’ Union? Forrest 
H. Watkins. Je 18 


Revise, Revamp, and Renew, John S. Mowery. 


Je 19 

Sharpstown Evaluates New Church Member 
Training. Jl 20 

Teaching New Converts. Jl 21 

Three Things He Needs to Know. Ag 8 

How to Start. Ag 9 

My Experience with New Church Member 
Orientation, J. C. Bunn. Ag 10 

Don’t Underestimate NCMO, a Playlet by 
E. L. Nixon. Ag 12 

NCMO—We Like It, Charles R. Swartz, Jr. 
Ag 14 

NCMO—A Must for Our Church, James E. 
Coggin. Ag 15 

Why Have a Local Church History? Wil- 
fred P. Holeman. Ag 16 

An Experiment in Personal Discipline, Ted 
B. Moorhead, Jr. Ag 18 

How to Organize a New Church Member 
Orientation Program, Eldon Boone. S 53 

New Church Member Orientation and Other 
Denominations, John N. Vaughan. O 27 

Promises to Keep, Nannie Mae Herndon. 
N 22 

Welcome, Brother Miller, Welcome, a playlet 
by Ed Matthews. N 24 

Supplementary Materials for New Church 


Member Orientation, Johnnie Hall, Jr. 
D 18 


Social Ethics 

Alcohol, Billy E. McCormack. F 4 

Capital Punishment, Ralph A. Phelps, Jr. 
F 5 

Christian Living, Belden Menkus. F 6 

Colleges Today, Belden Menkus. F 6 

Crime, W. Barry Garrett. F 7 

Dehumanization, Thomas A. Blank. F 8 

Divorce, H. Clayton Waddell. F 8 

Drugs, Bill Meadows. F 9 

Hunger, Beth Hayworth. F 10 

Indifference, Harold L. McManus. F 11 

Jobs, G. McLeod Bryan. F 11 

Juvenile Delinquency, Beth Hayworth. F 12 

The New Morality, Thomas A. Bland. F 12 

Open Housing, W. Barry Garrett. F 13 

Personal Responsibility, O. William Rhoden- 
hiser. F 14 

Poverty, Beth Hayworth. F 14 

Practical Politics, Vernon G. Davison. F 15 

Racial Violence, Harold L. McManus. F 16 

Racism, Harold L. McManus. F 17 

Sex, Bill Meadows. F 18 

Shoplifting, Leland Meeks. F 19 

Suicide, Jimmy R. Allen. F 19 

Taxes, James M. Dunn. F 20 

Violence, H. Clayton Waddell. F. 20 

War, Ralph A. Phelps, Jr. F 21 

1985, James M. Dunn. F 22 

The Church and Secular Society, David O. 
Moore. Mr 6 

Evangelism and Christian Social Action, 
James G. Harris. Jl 16 


Training Union Curriculum Materials 

Something New for Spanish-speaking Bap- 
tists, John R. McLaughlin. Ap 21 

Life and Work Curriculum, Two Years Out, 
John Ishee. My 3 

This Magazine and the Church Program 
Guidebook, 1969-70, I Lamar Maffett, Jr. 
My 6 

Adult Lesson Course Outlines. My 10 

Young People’s Lesson Course Outlines. 
My 12 

Intermediate Lesson Course Outlines. My 20 

Junior Lesson Course Outlines. My 24 

Primary Lesson Course Outlines. My 27 

Beginner Lesson Course Outlines. My 30 

Nursery Lesson Course Outlines. My 33 

Watch Night Program: Watch Out for the 
70's, Regina Kerr. D 5 

The New Church Study Course, Don Trotter. 
D 12 


Training Union Enlargement 

and Improvement 

Technology and the Church Teacher, Stan- 
ley M. Grabowski. Ja 8 

Now Is the Hour, Harvey T. Gibson. Ja 18 

3 Months and 21 Days, Versil S. Crenshaw. 
Ja 19 

Church Member Training Week, 1969, Ver- 
sil S. Crenshaw. Mr 3 

Making the Most of Daring Discipleship, 
Ann Washburn Severance. Ap 6 

From “Important” to “Imperative,” W. 
Fred Kendall. Je 3 

Why Enlarge Now? Harvey T. Gibson. Je 6 

We Did It This Way. Je 8 

First Investigated Its Church Member 
Training Needs, Jimmy P. Crowe. Je 8 

Mission Action Training Groups Brought 
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Enlargement at Southside, Bob Couch 
Je 8 

Marshall Road Enlisted More Members in 
Training, Emily Filipp. Je 10 

raining Union Preparation Week Set the 
Tone at Brainerd, Norman E. Hodges 
Je 10 

Pickens Association Held) a Leadership 
Training Workshop, Lloyd Batson and 
Joe Hinton. Je 12 

Workshops for Project Directors Brought 
Results in Ralph W. Davis 
Je 14 

Fifty Years in Five? William J 
Je 15 

Enlargement Waits on Trained 
Gaines S. Dobbins. Je 20 

Enlarge by Providing Church Leader Train- 
ing, Jimmy P. Crowe. Je 22 

raining for Deepening, Luther Dyer. Jl 8 

Adventure in Training, Earl O. Harding. J\ 8 

Training in the Imperative Mood, Joe L 
Ingram. J| 10 

From Standard Units to Achievement Guide, 
Marie Brian Milks. J 14 

raining Union IS Spectacular, A. Bernard 
Jordan. Ag 27 

Get a Good Ready, James A. Sheffield. S 36 

Training Church Officers and Committees, 
James A. Sheffield. § 37 


Arkansas 
Purdue 


Leaders, 


Church Leader Training Week—a New 
Opportunity, Don Trotter. § 49 

Convention-wide Training Union Con- 
ferences, Versil S. Crenshaw. $ 52 

Enlargement Through Improvement, Gaines 
S. Dobbins. D 8 


Training Union Organization 

Planning an Annual Training 
James E. Fitch. My 8 

Full-page chart (illustration) showing his- 
tory of Training Union: BYPU, Baptist 
Training Union, Church Training Pro- 
gram. Jl 4 

BYPU, BTU, or Church Training? Fred 
Himstedt. J\ 6 

A Church's Training Program, Lyle Garlow. 
N 5 


Program, 


Training Union Principles 

Away with the Old Tire Repair Kit, W. D. 
Barnes. Ja 3 

Church Members Must Train Now, E. D. 
Hediger. Mr 14 

Our Church Sponsored ““M and M Night,” 
T. Phillips Heard. Mr 18 

The Training Union Worker's Role as a 
Counselor, Ray F. Koonce. Ap 20 

Promote “M” Night in Your Church Re- 
cipe, Norman E. Hodges. S. 39 


Christmas in Color, Rhythm, and Rhymes 


continued from p. 61 


of a tree or shrub in the moist sand. 
Provide red and green marshmal- 
lows, colored toothpicks, raisins, 
stick cinnamon, and colored pipe 
stem cleaners. Make a snowman 
and attach it to the tree with a 
pipe stem cleaner. 

Give the tree to a ward at a 
children’s hospital. 


Resource Materials 
Books.—Secure the following 
books from your church library or 
public library: 
Department Bible 1450BP (lw) 
foi $8.50 
Christmas Carols with chord 
symbols, Karl Schulte and Ernest 
Kurt Barth (12w) .29 
Christmas at Kyles House, 
Melva Cook (26b) 
Hailstones and Halibut 
Mary O'Neill (11d) 
Jesus the Little New Baby, Mary 
Edna Lloyd (la) $1.00 
Snowy Day, Ezra J. Keats (3v) 
$3.25 
Sugar on Snow, Nancy D. Wat- 
son (3v) $3.50 
Some Things Are for Keeping, 
Polly Gottfried (26b) $1.35 
Musical instruments and record- 
ings.—These will add to the Christ- 
mas atmosphere: 


Bones, 


66 (814) 


Record Player 

Autoharp 

Tone Educator Bells 

Andre Kostelanetz, Wishing You 
a Merry Christmas (Columbia 
ML6179) 

God Sent His Son (Christmas 
Songs for Children 4-8), 33% rpm 
(26b) $2.49 

I Make Music, Too! 33% rpm 


Children Prepare Refreshments 

Permit the children to spread 
their sandwiches of pimento 
cheese, egg salad, peanut butter, 
and jelly on loaf bread or crack- 
ers. Provide celery and_ carrot 
sticks. Add cups of vanilla ice 
cream with strawberry topping. 
Serve red punch or hot chocolate. 

Notify the children five or ten 
minutes before group time. 


Group Time 

Let the children take turns 
playing the piano, Autoharp, or 
tone bells. 

Sing “Jingle Bells,’ “Deck the 
Halls with Boughs of Holly,” and 
“O Christmas Tree’ from Christ- 
mas Carols. 

Show a filmstrip or a film about 
Christmas. 


When Is a Church Member Trained? Donald 
F. Ackland. N 10 

Books for January Bible Study Week. D 11 

The New Grouping-Grading Plan, Don Trot- 
ter, D 13 


Training Union Promotion 


Whatever the Name, Ray E. Roberts. J\ 7 

Predictions for 1970, Daniel John Yeary. 
S 40 

Help Is Coming! Harvey T. Gibson. $ 42 

The New Church Study Course, Earl 
Murphy. S 42 

Is Sword Drill Really Worth It? Mary E. 
Allen. S$ 43 

Speakers’ Tournament, Gene Wright. S 44 

Youth Week, Opportunities for Youth to 
Train, Regina Kerr. S 46 

1 Dreamed the Young People Planned Youth 
Night, Jimmy Dunn. S 47 

Backyard Study, Lula Bell Crenshaw. § 51 


Vocational Guidance 


Does Your Church Encourage Life Commit- 
ment? Alice S. Magill. Ap 3 

Glorifying God in My Vocation, Anita G. 
Fiveash. Ap 14 

Plan for Life Commitment, Alice S. Magill. 
S 48 


Filmstrips available from your 
Baptist Book Store include the 
following: 

Tell Me About Christmas (based 
on the book by Mary Alice Jones) 
—color; 49 frames; with record- 
ings; $10.00 

Jesus Is Born and The Shep- 
herds’ Visit—each, 20 frames; 
color; manual; $6.00; 7-inch, 33% 
rpm recording for both filmstrips, 
$2.50 extra 

A Christmas film which is avail- 
able for rent from your nearest 
Baptist Film Center is entitled 
Birth of the Saviour—15 minutes; 
rental during December: black and 
white, $7.50; color, $12.50. 

Stand up and sing “Jingle 
Bells.” Lead into “I Heard the 
Bells on Christmas Day,” “Merry 
Christmas Bells,” “Christmas 
Bells Are Ringing,” and “Silent 
Night, Holy Night.”’ 

If the children seem ready, pray 
a thank-you prayer for Jesus. 

As the children leave, the 
pianist may play Christmas music. 


Mrs. James B. Mitchell, Columbia, 
South Carolina, is state Beginner 
Training Union leader. 
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